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Message Text 

UNCLASSIFIED 

PAGE 01 LAGOS 03532 201427Z 
ACTION AF-10 

INFO OCT-01 ISO-OO EB-08 /019W 

061425 201533Z/46 

R 201400Z MAR 78 
FM AMEMBASSY LAGOS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7297 
AMCONSUL IBADAN 
AMCONSUL KADUNA 

UNCLAS LAGOS 03532 

E.O. 11652: N/A 
TAGS: BEXP, NI 

SUBJECT: REQUEST FOR AIR CONDITIONER FRANCHISE 

1 . MR. S. ADESINA OF K.P. TAYLOR LTD., PMB 3106, SURULERE 

LAGOS HAS DISCUSSED WITH THE EMBASSY THE POSSIBILITY OF SECURING 
PHILCO AIR CONDITIONING FRANCHISE IN NIGERIA. PRESENTLY, PHILCO 
AIR CONDITIONING IS REPRESENTED BY WEIDE AND COMPNY, WHICH IS 
ALSO THE GRUNDIG AGENT. PHILCO USERS COMPAIN THAT PHILCO DISTRIBUTION 
IN NIGERIA IS PLAGUED BY INADEQUATE SERVICING, SHORTAGES OF SPARE 
PARTS AND SLOW DELIVERY. 

2. K.P. TAYLOR LTD. IS A SMALLER DISTRIBUTOR AND SPECIALIZES 

IN AIRCONDITIONING SYSTEMS, COLD STORAGE, REFRIGERATION AND 
GENERATORS. THE COMPANY HAS SENT A FEASIBILITY STUDY TO 
PHILCO. COULD COMMERCE CONTACT: 

MR. WILLIAM G. COOPER 

SALES MANAGER, AFRICA AND EUROPE 

PHILCO INTERNATIONAL CORPORATION 

1720 WALTON ROAD 

BLUE BELL, PENNSYLVANIA 19422 

TELEPHONE: (215) 825-5250 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 LAGOS 03532 201427Z 

AND LET US KNOW PHILCO'S POSITION. 

EASUM 
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